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LIMITED OFFICIAL USE STATE 192933 
E.O. 11652: N/A 

TAGS: TPHY, TBIO, OCON, IN 

SUBJECT: INTERNATIONAL CONGRESS OF PHYSIOLOGICAL 

SCIENCES-IMPORTATION OF A.V. EQUIPMENT 
REF: NEW DELHI 11021, STATE 179775 

1. ON EMBASSY'S RECOMMENDATION WE ARE POUCHING A-V 
EQUIPMENT ATTENTION DEPSCIATT. SHIPMENT IS FIVE 
PACKAGES WITH REGISTRY NOS. 1633480 THROUGH 1633483 AND 
1633485. 

2. APA PURCHASED EQUIPMENT SPECIFICALLY FOR USE AT 
CONGRESS, IS 220 VOLTS, AND THEY DO NOT WANT IT BACK. 
REQUEST IT BE HELD FOR DR. HART'S ARRIVAL AND USE. 
THEREAFTER APA INDICATES IT MAY BE LOANED OUT BY EMBASSY 
FOR WORTHY PURPOSES OR PERHAPS SUITABLE RECIPIENT FOR 
GIFT COULD BE IDENTIFIED AND MIGHT BE PREFERRED BY 
EMBASSY. HART MAY HAVE SUGGESTIONS. 

3. PLEASE CONFIRM RECEIPT. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 92933 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MSBEAUBIEN 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740244-0400 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740978/aaaacogz.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SCI 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: NEW DELHI 11021, STATE 179775 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16-Aug-2002 by cunninfx>; APPROVED <27 FEB 2003 by shawdg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INTERNATIONAL CONGRESS OF PHYSIOLOGICAL - - - SCIENCES-IMPORTATION OF A.V. EQUIPMENT 
TAGS: ASUP, OCON, IN 
To: NEW DELHI 
Type: TE 
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